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It was moved and supported that we 
recommend to the City Counci Ithat the 
Plat of Delta River Drive Estates No. 1 
be approved. 


Motion carried. 


It was moved and supported that the 
tentative plat of Replat of Lot 31 and 
parts of Lots 24 and 32, Supervisor’s Plat 
No. 4—Lansing Township be tentatively 
approved. 


Motion carried. 


The tentative plat of Delta Heights No. 2 
Subdivision was submitted and a_ letter 
from the Water Resources Commission re- 
garding the recurring flood danger in this 
area was read. After some discussion of 
the topography in this area, it was moved 
and supported that the tentative plat of 
Delta Heights No. 2 be not approved. 


Motion carried. 


A letter from Attorney Victor Anderson 


FEBRUARY 23, 1959 


relative to closing of alley running East 
and West from West side of South Grand 
Avenue was read and referred to the Streets 
Committee. 


It was moved and supported that the 
1959-1960 Budget as submitted by the 
Finance Committee, be approved and sub- 
mitted to the Mayor. 


Motion carried. 


After some discussion on the Six Year 
Capital Improvement Program, it was 
moved and supported that the Six Year 
Capital Improvement Program as submitted 
by the Finance Committee, be approved and 
submitted to the City Council. 


Motion carried. 


The meeting adjourned at 11:06 P.M. 


VICTOR G. LEYRER, 
Secretary. 
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February 6, 1959. 


The Board met in office room 722A at 
City Hall. 


Meeting was called to order by Chairman 
Collins Thornton at 4:00 P.M. 


Members present were Messrs. Denfield, 
a Thornton, Turney and Inspector 
ell. 


Meeting was called at the request of. 


State Inspector Colwell to discuss changes 
in the plumbing code made at the last 
board meeting. 


After lengthy discussion, it was admitted 
that the changes did conflict with the 
Michigan State Plumbing Code. 


It was moved and supported that Inspec- 
tor Dell notify all plumbing contractors 
in the City of Lansing, and all those that 
had received such literature that the 
changes in the Code would not be enforced. 


Meeting adjourned at 5:00. 
Respectfully submitted, 


W. D. HEGGIE, 
Secretary. 
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September 28, 1959. 


The Board met in office room 722A at. 
City Hall. 


Meeting was called to order by Chair- 
man Collins Thornton at 7:30 P.M 


ROLL CALL 


Members present were—Messrs. Denfield, 
Heasie, Thornton, Turney and Inspector 
Dell. 


Absent—Stanley Peck, Sr. 


Election of officers for the year resulted 
in Collins Thornton being re-elected as 
Chairman and W. D. Heggie re-elected as 
Secretary. 


Moved by Heggie and supported by Den- 
field that Section 139 of Ordinance No. 146 
which pertains to plumbing permits to be 
amended to read the same as State Plumb- 
ing Code, namely 50¢ per fixture instead 
of the present fee of 25¢. Stacks and vents 
no charge. Permit fee 1.00. Inspection fee 
$1.00. Extra inspection $1.00. 


Motion carried. 


Moved by Turney, seconded by Heggie, 
that laundry washer wastes be added to 
list of fixtures. 


Moved by Turney, seconded by Heggie, 
that a fee of 50¢ be added for inside con- 
ductors. 


Moved and seconded that a letter be 
sent to Mayor Crego and City Council 
asking their approval on the above changes, 


Moved by Denfield and seconded by Tur- 
ney that Inspector Dell notify all Master 
Plumbers that all commercial garbage 
grinders have flow control valves. Flow 
control valves on residential installation 
be optional. 


Motion carried. 


Next meeting to be held October 27, 
1959, at 3:00 P.M. 


Meeting adjourned at 9:25 P.M. 


Respectfully submitted, 


W. D. HEGGIE, 
Secretary. 
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The Board met in office room 722A at 
City Hall. 


Meeting was called to order by Chairman 
Collins Thornton at 3:12 P.M. 


Members present were Messrs. Denfield, 
Heggie, Thornton, Turney, Peck and In- 
spector Dell. 


Discussion proposing new fixture fee to 
compare with State fees. 


Moved and supported that Collins Thorn- 
ton send a letter to the Mayor and City 


Council stating how long it has been since 
fees were raised. 


Discussion as to licensing sewer cleaners. 


Moved and supported that Turney, Thorn- 
ton and Stanley Peck confer with City At- 
torney and inquire if in the sewer matter 
we can protect the public from unsatis- 
factory work and outrageous charges. 


Meeting adjourned at 4:10 P.M. 
Respectfully submitted, 


W. D. HEGGIE, 
Secretary. 
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Members Present — Chairman Richards, 
Keith Norris, C. J. Moore and Inspector 
Deal—4. 


Special meeting called to order by Chair- 
man Richards at 8:00 P.M. This meeting 
called for the purpose of giving Mr. Adam 
Kessler an oral examination as he has diffi- 
culty understanding the meaning of the 
written questions. 


Forty-eight questions were used from 


several examination papers and Mr. Kessler 
was able to answer thirty-four correctly. 
His grade was 71%; as 75% is required 
for a passing grade, the Board was com- 
pelled to deny the license. 


Meeting adjourned at 10:20 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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